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JILL NO. S-75-11- 

SPECIAL ORDINANCE NO. 

AN ORDINANCE approving a contract with NORFOLK AND 
WESTERN RAILROAD COMPANY for service to Water 
Pollution Control Plant 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
VAYNE, INDIANA: 

SECTION 1. That the contract dated September 15, 1975, between the 

lity of Fort Wayne, by and through its Mayor and the Board of Public Works 

ind NORFOLK & WESTERN RAILROAD COMPANY, for: 

Construction and installation of switch and siding 
to service the Water Pollution Control Plant 

Estimated Cost $24,200.00 

ill as more particularly set forth on City Utilities Purchase Order 7119 which is 
L file in the Office of the Department of Purchasing and is by reference incor¬ 
porated herein, made a part hereof and is hereby in all things ratified, confirmee 
md approved. 

SECTION 2. This Ordinance shall be in full force and effect from 
md after its passage and approval 



APPROVED AS TO FORM 











Read the first time in full and en motion ^ seconded by 

_5 and duly adopted.; read the second time by title and referred 
//i ; j'w . (an(L-4b-e--C j±v Plan 

er due leqal notice, 


to the Committee on 




C omimssdTOTrtW'TecommendltTMT'aMTuFriT'MFmH^ 
at th i?, r.nijnr,jJ ...Xbafflbef«-r--€ttv=^e!rmtT°Bl11~d^^ on 


0 ^«d=orrrrMTTETsrfT--^ 

Date: /A/A 7^^ ^ 




Read the third time in full and on motion by 
seconded by ? and duly adopted, placed on its passage. 

Passed (tffST) by the followina vote: 

AYES , NAYS ABSTAINED 



MKitlM I 

a 


CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Zon44qfl-J^a-p-)7^eneraT7AnwexaTt^^^^^^ (Special) (■'App.mpw-a.tion) Ordinance 
(Resedxit-i op \ No o n the ^A jay of ^ ^ 197/~ 

ATTEST: (SEAL) 

"p^^ING 0FFTCER“ 

■ bTf me,)to' Mayor of the City of-Fort Wayne-,. Indiana, on the.- A 

y of '■ ' "///- ^ A ^ 197 A , at the hour of /X7/o 'clock 



»1 


_m; ,e.s.t. 


CITY CLERK 


Approved and signed by me this "^^^Ad ay of 


197l> 










































































S-75-11-27 


We, your Committee on 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
City Utilities _ to whom was referred an Ordinance 


approving a contract with NORFOLK AND WESTERN RAILROAD COMPANY 
for service to Water Pollution Control Plant 


have had said Ordinance under consideration and beg leave to report back^ 
Council that said Ordinance _ _ PASS 


Paul M. Burns - Chairman 


Donald J. Schmidt - Vice-Chairman 


Winfield C. Moses, Jr. 


William T. Hinga 



Eugene Kraus, Jr. 


■ CONCURRED JN 


CHACLES 






























©DW m [F(S)[BTr WmmiE 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 

I Norfolk & Western Railroad Co. 

Nelson Road 
Fort Wayne, Indiana 



PURCHASE ORDER ^ 


'71^ 


T.-iis number must appear on each pack¬ 
age. packing slip. invqi.(«^4[g| of lading, 
express receipt and correspondence. 

rsAT P S^t^ber 1975 




^ -: 


W.P.C. Plant 
2601 Dwenger Avenue 
Fort Wa^ne, Indiana 


CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 


79001A 
the Wafer 


This purchase order is to cover the constructic 
and installation of switch and siding to servic 
Pollution Control Plant all as detailed in the 
April 24, 1975 letter by Mr. R.G, Ross and as 
shown on plan E-200 as revised on March 10, I97j5. 


The estimated cost to construct that portion ofj track 
from point of switch to right of way line, 
distance of ISO feet is 24,200.00. This estima^’e 
does not include grading, drainage, subballast 
slope seeding, mulching and public utility changes 
if any, which work is to be performed by our ccntractor 
for the entire track point of switch to the enc at 
the sole cost and expense of the City of Fort Vayne,. 
The estimated amount advanced will be adjusted to 
actural costs upon completion of the project after 
which N & W will return to the City any overpayments 
or bill the City for any additional charges, ^ny 


$24,20( 


portion of the advance which is exp'ended by the 
Railway for construction engineering on our se^i 
of the tract, in this case $1,200.00. 
refunded. 


Send : 


SUBJECT TO COUNCILMANNIC APPROVAL 


JEK/bn #135 


ment 

AT'^ENTION! 

\Lz to Gstreral Acc 
City-C * 

E. Main 
,iyne. Ir.di 


, F.c 


fc 

Shew 0. 
and Invoice, 


unty Sid: 
?a 4680^ 


; Dunting 


itumbar oo Packini Slip 





i CONDITIONS C 




















DIGEST SHEET 


Special Ordinance No. 3965 


TITLE OF ORDINANCE: . 

DEPARTMENT REQUESTING ORDINANCE: Board of Public Works 




7r'-r/-^7. 


SYNOPSIS OF ORDINANCE: nrdinanre covers proposed construction and installa tion 
of railroad switch and siding to provide service at Water Pollution Control 

Plant Expansion site,. City Utilities Purchase Order No. 7119 in amount of 

of $24,200.00 to Norfolk and Western Railroad Company. . 


Attachment: Purchase Order No. 7119 


EFFECT OF PASSAGE: To complete construction of railroad switch and siding 

for Water Pollution Control Plant Expansion Project. 

EFFECT OF NON-PASSAGE: Unable to provide railway service necessary to the 

Water Pollution Control Plant operations. .. — -— — - 

MONEY INVOLVED (Direct Costs, Expenditures, Savings): City Utilities in the 

amount of $24,200.00-^ . 


ASSIGNED TO COMMITTEE (J.M.): 































